United States Department of State 

Office of Foreign Missions 
Washington, D.C. 20520 


October 4, 2012 


NOTICE 

Bruce R. Matthews - Acting Deputy Assistant Secretary for the Office of 

Foreign Missions 

On August 31, 2012, after twenty six years of dedicated service with the 
United States Government, on August 31, 2012, Justine M. Sincavage, Deputy 
Assistant Secretary for the Office of Foreign Missions (OFM), retired from the 
U.S. Department of State. 

As a result, OFM's Managing Director, Bruce R. Matthews will serve as the 
Acting Deputy Assistant Secretary until a permanent replacement is assigned. 

During the time in which Mr. Matthews serves in this capacity, his primary 
office will be located at 2201 C Street, NW Room 2236. 

Mr. Matthews may be contacted by telephone at (202) 647-3417. General 
inquiries concerning OFM services or issues may also be sent by electronic mail to 
OFMInfo @ state.gov . 



For more information concerning OFM visit www.state.gov/ofm . 


